DGS-30-092 

(Rev. 07/09) 

By" and "Reason for Change" 



CONTRACT CHANGE ORDER 
( Itemization of Work ) 



CO-11 
Part 2 



Project Code 

000 - 00000 - 000 



Change Order Number 
0 



Change Order Date 

#N/A 



#N/A 
#N/A 

Reference 
Number 



#N/A 

Change Order Total (sum of the details listed below) = |$ 



#N/A 



Description 



Initiated Reason 
By Code 



Amount 



* - If an asterisk appears adjacent to an "Amount" entry, this indicates the "Initiated By" or "Reason for Change" field(s) have 
not been filled-in properly. Please enter the appropriate values in both of these fields. 



Reference Initiated Reason 

Number Description By Code Amount 



* - If an asterisk appears adjacent to an "Amount" entry, this indicates the "Initiated By" or "Reason for Change" field(s) have 
not been filled-in properly. Please enter the appropriate values in both of these fields. 



